To:  Peter  Butler  <butlerpeter2@gmail.com>[butlerpeter2@gmail.com]; 

fearneng@rmi.net[fearneng@rmi.net];  wsimon@frontier.net[wsimon@frontier.net];  Ronald 
Borrego[Ron. Borrego@amec.com];  Brent  Lewis[b1  lewis@blm.gov];  Way,  Stevenfway. steven@epa.gov]; 
Brown,  Kirstin[Kirstin.Brown@state.co.us];  Craig  Gander 

(cgander@cdphe. state. co. us)[cgander@cdphe. state. co. us];  Ty  Churchwell[TChurchwell@tu.org] 

From:  Zillich,  Cathleen 

Sent:  Tue  2/18/2014  8:54:36  PM 

Subject:  Fwd:  Greene  Lab  Report  #1 

1209024  092012  1404.pdf 

Lab  results  from  their  tests 
Kay  Zillich 

Tres  Rios  and  San  Juan  AML 
15  Burnett  Ct 
Durango,  CO 
970-385-1239 


Forwarded  message 

From:  David  Rigby  <david.rigbv@wwmi.net> 

Date:  Fri,  Feb  14,  2014  at  4:20  PM 
Subject:  Greene  Lab  Report  #1 

To:  "Cathleen  Zillich  (czillich@blm.gov)"  <czillich@blm.gov>.  Mike  Rigby 
<michael. rigbv@wwmi.net> 


This  is  email  #2 


David  J.  Rigby,  P.E.,  President 

Waste  Water  Management,  !nc. 

2820  Dorr  Avenue,  Suite  200 
Fairfax,  Virginia  22031 
Office:  703.846.0098 
Cell:  571.236.7666 
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